To:  Charters,  David[Charters. DavidW@epa.gov] 

From:  Shaw,  Rebekha 

Sent:  Mon  8/17/2015  5:18:56  PM 

Subject:  RE:  Farmington  Water  Intake  Surface  Water  location? 


This  was  in  the  file  named  ‘ SurfaceW aterCumulati  ve  Thru  08 1 1 15_v2.xlsx’  sent  to  me  on 
8/15.  The  location  and  Sample  ID  in  this  file  is  listed  as  ‘Farmington  Water  Intake’. 


From:  Charters,  David  [mailto:Charters.DavidW@epa.gov] 
Sent:  Monday,  August  17,  2015  11:16  AM 
To:  Shaw,  Rebekha 

Subject:  RE:  Farmington  Water  Intake  Surface  Water  location? 


Need  the  sample  number  that  has  this  lat  long 


From:  Shaw,  Rebekha  [mailto:rshaw@srcinc.com1 

Sent:  Monday,  August  17,  2015  9:46  AM 
To:  Charters,  David 
Cc:  Rauscher,  Jon 

Subject:  Farmington  Water  Intake  Surface  Water  location? 


Hi  David, 


I believe  the  lat/long  coordinates  may  be  incorrect  for  the  Region  6 location  ‘Farmington  Water 
Intake’.  The  coordinates  they  provided  (latitude=36. 838447,  Longitude— 107.9924 17)  put  this 
location  north  of  Durango,  CO  while  Farmington  is  in  New  Mexico.  I left  this  location  in  the 
surface  water  graphs  that  I provided  over  the  weekend  - let  me  know  if  you  would  like  me  to 
remove  it  or  if  the  data  from  this  location  needs  to  be  moved  within  the  graph.  The  locations  are 
arranged  going  from  upstream  to  downstream  in  the  graphs. 


Thank  you. 


Rebekha  Shaw 
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SRC,  Inc. 


999  18th  St.  Suite  1380 
Denver,  CO  80202 
Office:  303-357-3123 

Cell:  720-355-1327 

rshaw@srcinc.com 


Please  consider  the  environment  before  printing  this  email 
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